Subject: Fabian 
From: George Livermore 
Date: 08/02/2016 04:43 PM 
To: Don Duckworth 

Don, 

Called and left 2 message today no reply !! 
Just an update 


Respectfully, 

George Livermore 

Sr. Account Executive 

Dekra-Lite Industries, Inc. 
3102 W Alton Ave. 

Santa Ana, CA 92704 
Cell 714-697-5993 
800-436-3627X 254 
aeorael@dekra-lite.com 
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CONFIDENTIALITY NOTICE: This transmission is intended only for the party to whom it is addressed and may contain privileged and confidential 
information. Any unauthorized use, dissemination or copying of this transmission is prohibited. If you have received this transmission in error, 
please notify us immediately by telephone, return this transmission and delete or destroy any copies, digital or paper. 


